a  dosimeter with  similar   accuracy.     This
publication may be  obtained  from  the
American National  Standards   Institute,
Inc.,   1430  Broadway,   New  York,   New York
10018,   or may be examined  in  any  Metal
and Nonmetal Mine  Safety  and Health  Dis-
trict or  Subdistrict  Office  of   the  Mine
Safety and Health Administration.

PERMISSIBLE   NOISE   EXPOSURES


	Sound


	level

Duration per  day,
	dBA

hours of exposure
	slow


	re-


	sponse

8 ............................
	, . , .           90

6 ............................
	....           92

4 ............................
	. . . .           95

3 ............................
	....           97

2 .......... .......... ........
	.. . ,         100

1-1/2 ........................
	....         102

1 ............................
	105

1/2 ..........................
	. ___        110


	....        115


	

No  exposure  shall  exceed   115  dBA.      Impact
or  impulsive noises  shall  not exceed
140  dB,   peak sound pressure  level,

(b)     When employees1   exposure
exceeds that listed  in the  above  table,
feasible  administrative  or  engineering
controls  shall be  utilized.     If   such  con-
trols  fail to  reduce  exposure  to within
permissible  levels,   personal  protection
equipment shall  be  provided  and  used  to
reduce  sound levels  to within the  levels
of  the table.
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.
